Facilities 



Conveniently located in the heart of Singapore’s central business district, our 
campus puts students at the centre of this vibrant, global city’s bustling economy. 
With its international reputation for education excellence, world-class institutions, 
ease of getting around plus a “clean, green, safe” environment, Singapore offers 
an unmatched environment for students. The College is just a few minutes 
walking distance from Raffles Place and Telok Ayer MRT stations. 


The College consists of 10 classrooms in Level 3. 

The table below shows the size and capacity for general classrooms. 


Name of Classroom 

Classroom size 
(in sqm) 

Classroom 

Capacity 

Room 301 Solomon 

18.02 

12 

Room 302 Shakespeare 

10.5 

7 

Room 303 Teresa 

10.5 

7 

Room 304 Edison 

10.18 

6 

Room 305 Churchill 

12.88 

8 

Room 306 Columbus 

23.67 

15 

Room 307 Washington 

21.11 

14 

Room 308 Lincoln 

24.18 

16 

Room 309 Mandela 

25.95 

17 

Room 310 Confucius 

23.13 

15 





















College Amenities 

To make the college a conducive place for learning, we provide a campus with 
central air conditioning and a school-wide wireless broadband internet access 
environment. 

Science Laboratories 

Modern and well equipped science laboratories (Physics and Chemistry Lab) at 
Singapore Institute of Science. 

Other Amenities 
Pantry Area 

A hot/cold water dispenser is provided in the pantry area. All students share the 
responsibility for keeping the area clean. 

Fax, Photocopier and Printer Machines 

A fax machine available for student use can be found in the 3rd floor student 
workroom. It is the student's responsibility to pick up any incoming faxes in a 
timely manner. 

Shelves 

Shelves are issued by the Student Service Centre to O Level students as 
available. 

IT Facilities 

Students may borrow laptops from the college and have access to the internet 
via the college-wide wireless broadband. 



